bind data file for local loopback interface 


604800 
IN SOA 


nsl.loki.lab. admin. loki. lab. ( 

4 ; Serial Increment every time file is 


604800 

86400 

2419200 

604800 


Refresh 

Retry 

Expire 

Negative Cache TTL 


; Name Server - NS Records 

IN NS nsl.loki.lab. 


; Name Servers 
nsl.loki.lab. 
vcenter. loki. lab 
esxi-l. loki. lab. 
esxi-2. loki. lab. 
esxi-3. loki. lab. 
esxi-4. loki. lab. 


A records 

IN A 

IN A 

IN A 

IN A 

IN A 

IN A 


10.9.9.12 

10.9.9.30 

10.9.9.31 

10.9.9.32 

10.9.9.33 

10.9.9.34 



